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RE: PM 1322 CIP II USSR - RG 62684 


; ln response to your fax letter of October 19, I have 
reviewed the claims and have no comments. Jeff Ingerman has also 
reviewed the claims. 



Sincerely, 

Ifl/sò Ifo 

James E. Schardt 


Source: https://www.industrydocuments.ucsf.edu/docs/skmjOOOO 
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